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United States Mint, 

Phila* 

Dear Sir;- 

The document to which you refer was mailed you 
this morning. However our Mr* Oberlin Smith has signed the cer¬ 
tificate sent you la^t Augugt as you may wish to keep it also on 
file in your office. 

Yours truly, 

^*erracute Machine Co., 

Per 
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Ferracute Machine Company, 

Bridgeton, New Jersey, U.S.A., 

December 8, 1892 

Answering yours of December 8, 1892 

United States Mint, 

Phila., 

Dear Sir: - 

The document to which you refer was mailed you this morning. However our Mr. Oberlin 
Smith has signed the certificate sent you last August as you may wish to keep it also on file in 
your office. 

Yours truly, 

Ferracute Machine Co., 

Per P.K. Reever 

Enclosures 



